Builth  Rural  District  Council 


REPORTS 


of  the 


MEDICAL  OFFICER  OF  HEALTH 


and 


PUBLIC  HEALTH  INSPECTOR 


for  the  Year  1970 


"Brecon  tod  Radnor  Express  and  County  Times,”  Ltd.,  Brecon 


BUILTH  FURAL  DISTRICT  COUNCIL 


REPORTS 
OF  THE 

MEDIC.iL  OFFICER  OF  HEALTH 
AND 

PUBLIC  HEALTH  INSPECTOR 


FOR  THE  YEAR  1970. 


J.K. JONES , L.M.S.S.A.,  D.P.H. , F.R.S.H. 
MEDICAL  OFFICER  OF  HEALTH. 


J.C.BO'/EN,  H.A.P.H.I. , F.I.P.H.E.,  C.R.S.I.,  M.R.I.P.II.tf, 
PUBLIC  HEALTH  INSPECTOR. 


PUBLIC  HEALTH  DEPj.RTiIANT  , 
COUNCIL  OFFICES, 

WY3SIDE, 

13  CASTLE  STREET, 

BUILTH  'FELLS. 


Tel.  BUILTH  WELLS  2668/9, 


CONTSNIS 


Births  o . . 

C mcci  . . . 

DtJt-fc  L'J-l.  J (*  Q O 

Drainage  and  Sewerage 
Factories 

Foods  and  Drives  c . . 

Ilosnitols 

Housing  » . . 

Infant  ilort.  .lity  . „ , 

Infectious  Di  ; oases  • . . 

Labor  iory  Services  ... 

Licensed  Promises  ... 

he:  hers  of  the  Council  „ . . 

Milk  . „ . 

National  Assistance  Act , 1 968. S . 47. . 
Offices j Shops  and  Railway  Premises 
Population  ... 

Public  Clo  ".nsing 
Public  lie. -lth.  ..cts  - Inspections 
Sc  lent  Control 

0 4-.  .c».p 

lD  O'  •».*.  J.  0 9 0 

Statistics  •-  General  ... 

'•/at  or  Supply  . . . 


7 

8 - 9 


18 

24 

22 

15 

20  -21 
10  -11 

13 

14 

19 
3 

22 

14 

20 
6 

18 

19 

20 

3 

4 

16  -17 


BUILT  PI  RURAL  DISTRICT  COUNCIL 


List  of  Members  1 970- 71 . 


Alltmawr  & Llandewi’r  Cwrn. 


Chairman 

Councillor  E.T.R.  Jones, 

Vice-Chairman 

Councillor  J.R.O. Jones,  Llanafanfawr. 
Members  and  Year  of  Elect ion 
County  Alderman 

Bevington  R.Gibbins,  JP.,1937.' 
Councillors 
U.R.Minton 

B.T.R. Jones 

S. P. Evans 
J.B.R. Messer 
D. Winston  Jones 

Mrs  B.H.K.  Davies 
J .R.D. Jones 
J.R.Protheroe. 

T. G. Davies 
J. A .Price 
D.Glyn  Jones 

B. I. Price 
Frank  3ourne 
T.V. Price 


Cwmirfon  Lodge, Llanwrtyd  Wells.  Llandewi’r 

Abergwesyn, 


T. I. Bowen 

J .P. Jones 
A ;D. Thomas 
T.H.O. Thomas  jp. , 
John  R. Williams 

C. R.Uoosnam 
John  T.H. Davies 
The  Rev,  A.B.Evason 
B,..;  .Tilley 

J.E. Jones 

D.  J. Davies 
M.L.Bourdillon,  D.L. 


1966.  13  Oaklands  Crescent ,Builth  Wells.  Alltmawr  & 

Llandewi’r  Cwm. 

1966.  Duhonw  Lodge,  Builth  Wells 
19^3  Victoria  House,  Erwood. 

I960  Applegarth,  Erwood. 

1969  Tir canvas, Gwenddwr, Builth  Wells 
I960  Upper  Llonoglwyci,  Erwood 
1963  Brynmoelddu , Builth  Wells 
1952  Tyne oed, Garth,  Llangammarch  Wells. 

1958  Tirabad  Post' Office  ,Llandulas. 
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(i 
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Llandulas 
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Cilarddu ,Maesmynis , Builth  Wells. 


Brypabuan 
Llanganten. 


Llangynog  & 
Maesmynis 

19-3  ijlwyncus,GartIi,  Llangammarch  Wells.  Llanllenofel 
. & Gvrarafog 

95  P i s t i 1 1 gwyn ,Llanwrthwl, Llandrindod.  Llanwrthwl. 

1961  Ty  Cwtta,  Newbridge  on  Wye, Llandrindod,  » 

195^  Talwrnmaenog, Llanwrthwl,  ;t  :i 

I960  Brynhynog,  Llanwrt yd  Wells 

1962  Cefnllysgwynne , Llanynis,  Builth 
19^6  Penybont,  Newbridge  on  Wye. 

1969  The  Rectory,  Llangammarch  Wells 
1967  The  Cammarch  Hotel.  Llangammarch. 

1956  Bryndynod,  Builth  Wells 
1969  Tyclyd  Beulah,  Llanwrt yd  Wells. 

1959  Llwynmadoc , Beulah,  Llanwrt yd  Wells 
Officers 


Llanwrt yd  W. 

Llanynis . 
Llysdinam. 
Penbuallt . 

t! 

Rhosferig 

Treflys 


Chief  Clerk  & Financial  Officer  : S.H.Rose.  F.R.V  A 

HJ:^ttT^;:  ’CRSI  * ’roHS-  • * 

Clerk  of  Works/Building  Inspector:  P.H.Watson. 

Rent  and  Rate  Collector  : W.T.R. Davies. 

Fln<anC0:  Miss  M. Morgan. 


STATISTICS 


i\rea  of  District  ...  ...  125,944  > 

Population  (estimated  mid- 1970)  ...  3010 

Population  per  acre  ...  ...  0.024 

Ra to able  Value  as  at  1st  April  1970  ••  ...  £72,660. 

Number  of  Live  Births  ...  ...  27 

Birth  Pate  per  1000  inhabitants,  crude  ...  9.0 

Number  of  Stillbirths  ...  ...  0 

Stillbirth  pate  per  1000  total  births  ...  0 

Number  of  Deaths  ...  . . . ‘ 35 

Death  Rate  per  1000  inhabitants,  crude  ...  11.6 

Number  of  Infant  Deaths  (under  1 year)  ...  1 

Infant  Mortality  Rate  per  1000  Live  Births  ...  37 

Perinatal  Mortality  Rate  ...  ...  0 

Number  of  Infectious  Diseases  notified  ...  2 

Infectious  Diseases  - At :ack  Rate  per  1000  inhabitants  0.7 


Tuberculosis  :.  - 

Cases  Notified  ...  ...  1 
Attack  Rate  per  1000  inhabitants  ...  0.3 
Deaths  ...  ...  0 
Deaths  Rate  per  1000  inhabitants  ...  0 


acres 


ANI'TUA.L  REPOST  OF  TIGS  MEDICAL  OFFICES  OF  HEALTH 
For  the  Year  1970 


To : 

The  Chairman  and  Members  of  the  Builth  Sural  District  Council. 

Mr. Chairman.  L' ; dy  and  gentlemen, 

I beg  to  submit  my  report  on  the  sanitary  conditions  and  the  state  of 
tne  A.,  nic  health  in  tho  Builth  Wells  Sural  District  during  the  year  1970. 

i in  tliis  report  I have  endeavoured  to  deal  briefly  with  all  matters 
\it hi a my  responsibility  regarding  Public  Health  and  Preventive  Medicine  , 
raid  I have  included  comments  on  the  subjects  specifically  requested  in 
Circular  1/71 (Wales)  by  the  Welsh  Board  of  Health. 

I wish  to  tender  rny  thanks  to  the  Members  of  the  Council  for  their 
helpful  consideration  and  co-operation  in  all  matters  affecting  Public 
Health.  Also  tne  Ofiicers  of  the  Council,  for  their  help  in  all  matter 

appertaining  to  the  duties  of  the  Public  Health  Department. 

I am, 

Mr. Chairman  and  Members, 
Your  Obedient  Servant , 
J.K. JONES, 

LMSSA. , DPI!.,  FRSII.  , 
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statistics  of  tie  ah: 


Population  : 


Census  1931 
1951 
1961 

Mid-Year  Estimate  1970 


4426 

3302 

3204 

3010 


The  Registrar  General’s  mid-yeitr  estimated  population  for  eaeh  of  the 
last  ton  years  are  shown  below  : - 


1961  1962  1963 

1964  1965  1966 

1967 

1968  1969 

1970 

3200  3270  3240 

3140  3130  3100 

3090 

3060  3030 

3010 

Acreage  . . . 

• • • 

• • • 

125,944 

acres 

Rateable  value  as  at  1st 

April  1970 

• 9 • 

£72,660 

Product  of  a Penny  Rate  ! 

: Actual  1969/70 

• • • 

£274  .12 

.0 

Estimate  1970/71 

• • 0 

£279  . 8 

.6 

Rate  in  the  Pound 

19o9/?0 

• • • 

15 

.106 

1970/71 

• • 0 

16 

.Id 

hater  Rate 

3/-  in  the  Pound. 

Total,  number  of  Domestic 

Dwellings 

• • • 

1187 

Number  of  Council  Houses  in  the  Domestic  Dwelling  figures  110. 
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BIRTIIS 


BIRTHS 

i •; 

BUILT:;  r.d.c.  B.G.C.  : 

! 

i 

j 

Male  Female  Total 

! 

i Live  Births  : Legitimate 

11  15  26 

717  | 

Illegitimate 

0 1 1 

39 

1 

' Total  : Live  Births 

11  16  27 

756  1 

; Illegitimate  Live  Births  per  cent 

i 

j of  Total  Live  Births 

4.0 

5.0  , 

r 

1 

Registrar  General’s  Comparability 

( 

Factor 

1.17 

1.11  , 

i Live  Birth  Rate  per  1000  Pop(Crude) 

9.0 

13.8 

.Live  Birth.  Rate  per  1000  Pop(Corr) 

15^3 

i Stillbirths  : Legitimate 

0 

5 

1 

, Stillbirths  : Illegitimate 

0 

1 I 

1 Total : Stillbirths 

0 

6 

; Stillbirth  Rate  per  1000  Live 

! and  Stillbirths 

_o_ 

8.0 

i 

j Total  Live  and  Stillbirths 

27 

762 

National 

Average 


3.0 


16.0 


13.0 


The  corrected  Live  Birth  Rate  of  10.5  is  well  below  the  National 
Average  of  16.0  per  1000  Population  and  has  been  below  the  National 
Average  for  the  past  five  ye.  jg 


There  were  no  Stillbirths  during  1970 

The  National  Stillbirth  rate  was  13.0  per  1000  Total  Births. 


The  Local  Birth  Rate  of  10.5  ’was  below  the  Local  Death  Rate  of 
12.2  per  1000  Population. 


Corrected  Live  Birth  rates  for  the  past  five  years  are  shown  below:  - 


BUILTH  R.D. 
National  Average 


1966  _ 

J 967  _ 

1968 

1969 

1970 

13.1 

11.7 

16.0 

12.4 

10.5 

17.7 

17.2 

16.9 

16.3 

16.0 
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DEATHS 


1 DEATHS 

l 

BUILTII  R.: 

j.C. 

_ 

B.C.C. 

j 

National  • 
Average  j 

1 

Male 

Female 

Total 

i 

{ 

Total  Deaths  (all  causes) 

20 

15 

35 

o 

CO 

i 

i 

Death  Rato  per  1000  Pop (Crude) 

11.6 

147 

i 

j 

! Registrar  Comparability  Factor 

1.05 

0.39  j 

i 

Death  Rate  per  1000  Pop.(Corr.) 

12.2 

13.1 

j 

11 .7 

CANCER  PEAT'1  S 

1 

1 

• 

l 

' 1 
i 

Cancer  Deaths  (All  forms) 

3 

A 

7 

. 123 

Cancer  Death  Rate  per  1000  Fop. 

2.32 

! 2.25 

J 

i 

i 

HATERxIITY  MORTALITY 

1 

. 1 

j 

t 

' Maternal  Deaths  (including.  Abortion 

Nil 

Nil 

; Maternal  Mortality  Rate  per 

i 

■ i 

! t 

1000  Live  and  Stillbirths 

Nil 

j Nil 

i 

; . : 

i 

The  corrected  Local  Death  Rate  of  12.2  was  above  the  National  Average 
ox  11.7  per  1000  Population  and  above  the  Local  Birth  Rate  of  10.5  per 
1000  Population. 


The  corrected  Death.  Rates  for  the  past  five  years  ..re  shov/n  below  : 


1966 

1967  _ 

1968 

1969 

_1970 

BUILTII  R.D.C 

12.8 

7.5 

10.7 

9.6 

12.2 

National  Average 

11.7 

11.8 

11.9 

11.9 

11.7 

O 

u - 


DEATHS  FROM  MALIGNANT  NEOPLASMS 


There  were  7 Cancer  Deaths  giving  a rate  per  100,000  Population  of  2J2 
compared  with  the  County  Rate  of  225. 

The  Rates  by  specific  site  are  shown  below  : - 


T 

I 


SITE 

j Rate  per  100,000 
Population 

: National  Average 
1966 

Lungs , Bronchus 

33 

39  ; 

Stomach 

0 

! 27  i 

: Intestine 

66 

19  ; 

Oesophagus 

1 

0 

6 

1 

I 

(Breast 

0 

1 40 

.Uterus 

0 

' 16 

t Prostate 

33 

1 17  ; 

■ Leukaemia 

0 

6 1 

'All  other  Malignant  Neopl 

.asms  1 00 

i ; 

i • “ 

There  was  one  death 

from  Cancer  of  the  Lung 

in  1970. 

The  Death  Rates  for 

Cancer  of  the  Intestine 

and  Prostate  wore  above 

the  National  Average  for  1966. 


HATERN-'.L  MORTALITY 

There  were  no  deaths  from  Maternal  causes,  including  abortions. 
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INF- -I 

JT 

MORT 

-LITY 

DEATHS 

| 

1 

BUILTK  R 

T>  n 

• ^ • 

■n  n n 
-L-)  • ^ • vv  • 

National 

Average 

! Male 

Female 

Total 

| Deaths  of  Infants  under  1 year 

j of  Age  : 

1 

1 

i Legitimate 

0 

1 

1 

17 

Illegitimate 

0 

0 

0 

2 ! 

Total 

j 

0 

1 

1 

19 

1 

! Infant  Mortality  Rate  per  1000 

» 

i 

1 

1 

j Live  Births  (Total) 

37  >0  1 

23.0 

lo.O 

Legitimate 

0 

24.0  i 

Illegitimate 

37.0  | 

1.0 

i 

j Neonatal  Mortality  - 

1 Deaths  of  Infants  under  4 Weeks 

i of  Age  : 

Legitimate 

0 

0 

0 ! 

7 

Illegitimate 

0 

0 

0 

2 ! 

Total 

0 

0 

o 1 

9 

1 

j Neonatal  Mortality  Rate  per 

j 1000  Live  Births 

-2-  I 

12^0 

12.0 

j Early  Neonatal  Mortality 

I Deaths  of  Infants  under  1 week 

| of  Age:- 

Legitimate 

0 

0 

0 

5 

Illegitimate 

0 

0 

0 

2 

Total 

0 

0 

0 

7 

| Early  Neonatal  Mortality  Rate 

; per  1000  Live  Births 

0 

9.0 

11.0 

1 Perinatal  Mortality  Rate  - 

1 

| Deaths  of  Infants  under  1 week 

! of  Age  plus  number  of  Stillbirths. 

0 

13 

' Rate  per  1000  Total  Live  and 

i 

j Stillbirths 

I 

- 

0 

i 17.0 
i 

23.0 

There  was  one  Infant  Death  in 

1970, 

giving 

an  Infant  Morta 

lity  Rate 

of  37.0  compared  with  the  County  rate  of  25*0  and  the  National  rate  of 
l8.0  per  1000  total  Live  Births. 
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CAUSE  OF  INFANT  DEATH 


Infant  Mortality  . „ „ Broncho  Pneumonia 

Vardnig  Hoffman  Disease, 

The  Infant  Mortality  Rate  and  Perinatal  Mortality  Rates  for  the 
past  five  ye^rs  are  shown  below,  end  compared  v/ith  the  National  Average, 


Infant  Mortality 

1966 

19^7 

1968 

1969 

1970 

BUILTII  R.D.C. 

54<>G 

0 

47.6 

31.3 

37*0 

National  Average 

19.0 

loo 

18.0 

iC.O 

18.0 

Perinatal  Mortality 

Builth  RPC 

54.1 

31  >0 

47.6 

0 

0 

National  Average 

26c  3 

23c  4 

25-0 

23.0 

23.0 

CAUSES  OF  DEATH 

.. 

Male 

Female 

Total 

Malignant  Neoplasm,  Intestine 

1 

1 

2 

M Lung , Bronchus 

- 

1 

1 

n n Prostate 

1 

ca 

1 

Other  Malignant  Neoplasms 

1 

2 

3 

Ana  e mi a s 

2 

- 

2 

Other  Diseases  of  Nervous  System 

- 

- 

1 

1 

Hypertensive  Disease 

- 

1 

1 

Ischaemic  Heart  Disease 

9 

5 

14 

Other  Forms  of  Heart  Disease 

- 

2 

2 

Cerebrovascular  Disease 

1 

2 

3 

Other  Diseases  of  Circulatory  System 

1 

- 

1 

Influenza 

1 

- 

1 

Pneumonia 

1 

- 

1 

Bronchitis  1 Emphysema 

1 . 

- 

1 

Hyperplasia  of  Prostate 

1 

- 

1 

Total  All  Causes  : 

20 

13 

35 

11 


The  main  causes  of  Death 

are 

shown  below  and  the  death  rates  compared 

with  the  National  Average  for  1966. 

CRUDE  DEATH  RATES  PER 

100 

,000 

FROM 

CERTAIN 

CAU  ,ES 

BUI  A 

TH  RDC 

National  Average 

i960 

Ischaei.iic  Heart  Disease 

464 

235 

Malignant  Neoplasms 

232 

225 

Cerebro- -Vascular  Disease 

100 

164 

Pneumonia  and  Bronchitis 

66 

70 

NUMBER 

of  : 

DEATHS  IN 

SEX-AGE 

GROUPS 

Ages  at  Death 

Male 

Female 

Total 

Percentage  of 
Total 

0-1  y ear 

- 

1 

1 

2.9 

1-4  years 

- 

- 

- 

- 

5 - 14  ■ 

- 

- 

- 

- 

15  - 24  •*' 

- 

- 

- 

- 

25  - 3-4 

— 

- 

- 

- 

35  - 44 

1 

1 

2 

5.7 

45  - 54  « 

- 

- 

- 

- 

55  - 64  :! 

5 

1 

6 

17.1 

65  - 75  " 

5 

6 

11 

31.5 

75  years  and  over 

9 

6 

15 

42.8 

Totals 

• 

20 

15 

35 

100.00 

7 b°/o  of  the  deaths  occurred  at  age  of  65  years  and  over 


INFECTIOUS  DISEASES 


NOTIFICATIONS. 

The  following  oases*  other  than  Tuberculosis,  were  notified  during  1970 

Diseases  Number  of  Cases 

Measles  ...  1 


TUBERCULOSIS 

Cases  on  Register  at  1st  January  1970 
New  Notifications  during  1970 
Removals  during  1970 

Cases'  on  Register  at  31st  December  1970 


10 

1 

2 

9 


PUBLIC  HEALTH  ACT,  1936.  S.172 

No  action  was  taken  under  this  section  which  deals  with  the  removal 
to  Hospital  by  the  Local  Authority  of  infectious  persons  suffering  from 
Tuberculosis,  employed  in  the  Milk  Trade. 


B.C.G.  VACCINATION  AND  TUBERCULIN  SERIAL  TESTING  OF  CHILDREN 


This  is  carried  out  by  the  Medical  Staff  of  the  County  Health  Department. 


FOOD  POISONING 

There  were  no  cases  of  Food  Poisoning  notified  during  the  year. 


DYSENTERY 

There  were  no  cases  of  Dysentry  notified  during  the  year. 


TYPHOID  AND  PARATYPHOID 


No  cases  of  Typhoid  or  Paratyphoid  were  notified  during  the  year. 

VENEREAL  DISEASES 


There  were  no  cases  notified  during  the  year. 

The  County  Council  has  an  agreement  with  the  Regional  Hospital  Board 
for  the  treatment  of  these  cases.  There  are  no  treatment  centres  in  the  area 

area  and  patients  attend  at  Swansea  Mount  Pleasant  Hospital,  Hereford  County 
Hospital,  Royal  Gwent  Hospital,  Newport,  and  Moira  Terrace,  Cardiff. 

The  tracing  of'  contacts  and  the  following  up  of  defaulters  is  the 
responsibility  of  the  County  Council 
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NATIONAL  ASSISTANCE  ACT , 1946, S. V? 

No  action  \^as  taken  by  the  Council  under  S.47  of  the  above  Act  which 
provides  for  the  removal  to  suitable  premises  of  persons  who:  - 

(a) are  suffering  from  grave  chronic  diseases,  or  being  aged,  or  physically 

incapacitated,  or  living  in  insanitary  conditions,  and 

(b) are  unable  to  devote  to  themselves,  and  are  not  receiving  from  other 

persons,  proper  care  and  attention. 

GENERAL  PROVISIONS  OF  HEALTH  SERVICE 
PUBLIC  HEALTH  OFFICERS 

Mr.  J.C. Bowen  remained  as  the  Public  Health  Inspector. 

LABORATORY  FACILITIES 

During  the  year  facilities  were  available  at  the  Public  Health 
Laboratories  at  Cardiff,  Newport,  Swansea,  Carmarthen  and  Shrewsbury. 

All  Water  Samples  were  sent  to  the  Public  Health  Laboratory  at 
Shrewsbury  and  Milk  Samples  were  dealth  with  at  Carmarthen. 

Any  investigations  required  in  the  control  of  Infectious  Diseases  were 
carried  out  at  the  Public  Health  Laboratory  in  Carmarthen  and  Shrewsbury. 


COUNTY  COUNCIL  SERVICES 
Health  Servi ces 

The  County  Council  are  responsible  for  the  following  services  in  the 
Area  : - 

1.  Provision  of  Health  Centres. 

2.  Care  of  Mothers  and  Young  Children. 

3.  Midwifery  Services. 

4.  Health  Visiting  and  Health  Education. 

5.  Home  Nursing. 

6.  .Vaccination  and  Immunisation. 

7.  Ambulance  and  Sitting  Car  Service 

8.  Prevention  and  Illness,  Care  and  After-Care 

9.  Domestic  Help  Service. 

The  followi  g Clinics  are  held  in  the  area  : - 
Child  Welfare  Clinics. 

Immunisation  against  Diphtheria,  Whooping  Cough,  Tetanus, 
Poliomyelitis  and  Measles. 

Relaxation  Clinics  for  Expectant  Mothers. 

Dental  Clinics  for  Expectant  Mothers  and  Children. 

Supply  of  Welfare  Foods, 

Orthopaedic  Clinics. 

Chiropody  Clinics 
Cervical  Cytology  Clinics. 


MENTAL  HEALTH  SERVICES 

Psychiatric  Social  Worker . 

Miss  Gwen  Morgan  remained  as  the  Psychiatric  Social  Worker  for  the  Area 
Mental  Wol far e Of :■  icer 

Mr.  David  J, Davies  remained  as  the  Mental  Welfare  Officer  for  the  Area* 


SOCIAL  SERVICES 

Tlie  County  Council  is  responsible  for  the  following  services  in  the  Area 

1 o Provisions  of  Homes  for  the  Aged, 

2,  Provision  of  Temporary  Accommodation* 

3,  Registration  and  Provision  of  Services  for  Handicap  -ed. 
Persons, 

^i.  Contributions  to  Old  People's  Organisations, 

5*  Temporary  Protection  of  Property, 

6,  Meals  on  Wheels  Services, 

7,  Provision  of  Grants  towards  Special  Housing  for  tue  Elderly, 

' , Welfare  of  the  Blind  and  Partially-Si  hted, 

9.  Welfare  of  the  Deaf  and  Hard  of  Hearing, 


HOSPITALS. 

Hospital  f cilities  are  available  at  the  Builth  Wells  Cottage  Ho  spit;  CL 
and  the  Pier e ford  Hospitals, 

INFECTIOUS  DISEASES  HOSPITALS 

Cases  are  admitted  to  the  Mardy  Isolation  Hospital,  Merthyr  Tydfil, 


SM.LLLPOX  HOSPITALS 


Arrangements  have  been  made  for  Smallpox  cases  to  be  admitted  to 
Penrhys  Plospital  and  for  Consultants  to  be  called  in  to  suspected  cases. 

On  diagnosing  a case  the  Consultant  will  be  responsible  for  arranging 
for  Penrhys  Hospital  to  be  ready  and  staffed  to  receive  the  patient. 

T’  o patient  will  be  removed  by  County  Council  under  their  Ambulance  Scheme 
made  under  S.27  of  the  National  Health  Service  Act,  19^6* 
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SANITARY  CIRCUMSTANCES 


1.  WATER  SUPPLIES 


Water  supplies  to  the  district  are  nov;  administered  by  the  Duilth  and 
District  Water  Board. 

During  the  year  1 6 properties  were  connected  to  the  mains  for  the 
first  time . 

As  suggested  in  Circular  1/62(’Jales)  the  following  information  is 
available  : - 


(a)  PUBLIC  WATER  SUPPLY 

! 

Piped 

Piped  to 

Served  by 

into  House 

House 

Cutilago 

Stanpipes 

parish 

No 

Persons 

Supplied 

No. 

Persons 

Supplied 

No. 

Persons 

Supplied 

Alltnawr 

0 

0 

0 

0 

0 

0 

Crickadarn 

21 

63 

0 

0 

0 

0 

Gwarafog 

2 

6 

0 

0 

0 

0 

Gwenddwr 

29 

87 

1 

3 

5 

15 

Llanafanfawr 

24 

67 

0 

0 

0 

0 

Llanfechan 

19 

57 

0 

0 

5 

15 

Llondev/ir  Abergwessin 

0 

0 

0 

0 

0 

0 

Llandewir  Cwm 

98 

294 

8 

24 

0 

0 

Llandulas 

0 

0 

0 

0 

0 

0 

Llanfihangel  abergwessin 

2 

6 

0 

0 

0 

0 

Ilanfihangel  Brynpabuan 

15 

42 

0 

0 

0 

0 

Llanganten 

65 

195 

0 

0 

0 

0 

Llangynog 

2 

6 

0 

0 

0 

0 

Llanlleonfel 

21 

59 

0 

0 

0 

0 

Llanwrthwl 

44 

132 

0 

0 

0 

0 

Llanv/rtyd  Without 

2 

6 

0 

0 

0 

0 

Llanynis 

5 

14 

0 

0 

0 

0 

Llysdinam 

8 

24 

1 

3 

0 

0 

Maesmynis 

4 

12 

0 

0 

10 

30 

Penbuallt 

75 

223 

3 

9 

17 

51 

Rhosferig 

12 

37 

0 

0 

0 

0 

Treflis 

66 

187 

4 

12 

2 

6 

1o 


(b)  PRIVATE  WATER  SUPPLY 


Piped  into  Piped  to 

house  house  cutil&ge 


Parish 

No. 

Persons 

Supplied 

No, 

Persons 

Supplied 

Alltmawr 

4 

12 

0 

0 

Crickadarn 

39 

117 

5 

15 

Gwarafog 

12 

36 

0 

0 

Gwenddwr 

be 

Co 

3 

9 

Llanaf anf awr 

37 

103 

3 

13 

Llanfechan 

5 

15 

1 

3 

Llandewir  Abergwessin. 

6 

18 

0 

0 

Llandulais 

34 

102 

0 

0 

Llandewir  Cwm 

16 

48 

0 

0 

Llanfihangel  Abergwessin 

22 

66 

6 

18 

Llanfihangol  Brynonbuan 

13 

39 

1 

3 

Llanganten 

3 

7 

2 

6 

Llangynog 

3 

9 

0 

0 

Llanlleonfel 

b 

11 

0 

0 

Llanwrthwl 

2b 

72 

4 

12 

Llanwrtyd  Without 

23 

73 

0 

0 

Llanynis 

18 

30 

1 

3 

Llysdinam 

20 

60 

3 

99 

Maesmynis 

13 

39 

1 

A1 

Penbuallt 

20 

60 

0 

0 

Rhosferig 

"'0 

30 

0 

0 

Treflis 

23 

64 

;> 

6 

Water  Samples  - Public  Su 

.ppli 

es 

Served  by 
standpipes 

Persons 
No.  Supplied 


0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


0 

0 

0 

3 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


Tiie  number  of  samples  from  Public  supplies  sent  for  bacteriological 
examinations  was  33»  Of  these  31  wore  reported  as  satisfactory  and  22 
as  unsatisfactory;  20  were  from  Erwood  and  Gwenddwr  districts  for  which  a 
new  supply  is  being  provided.  In  addition  14  samples  were  taken  from 

riv  .to  sources  and  private  proposed  supplies,  9 were  saatisf' .ctory  and 
3 were  reported  as  unsatisfactory. 


General  visits  in  connection  with  water  supplies  . „ „ 67 


Public  Supplies 
Private  Supplies 


Satis facto ry 


31 

9 


Unsatisfact ory 


22 

3 
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2.0  drainage  ;jto  se’ver,  vs 


All  the  major  villages  now  have  main  sewerage,  The  major  scheme 
involving  Built h Urban,  part  of  Colwyn  Rural  District  and  the  Oaklonds 
district  of  Builth  Rural  District  commenced  in  1967  and  wore  completed 
during  1969*  Birmingham  Corporation  arc  installing  an  electrically 
operated  sewerage  works  at  Elan  Village  to  replace  the  existing. 


Water 

Closets 


Chemical 

Closets 


Pail 

Closets 


rr ivies 


Council 

Sewers 


Connect  to 

Private 

Sewer 


Tank 

Septic 


Year 

No, 

Houses  % 

No, 

Houses  % 

No. 

Houses  c/j 

No.  No, 

Houses  y.  He  -uses  % 

No. 

Houses  % 

No. 

Houses  % 

I960 

481 

42,2 

69 

6,2 

334 

29.3 

255 

22.3 

208  18.2 

39 

3.5 

230 

20. 1 . 

1961 

520 

45o2 

66 

5.7 

315 

27.4 

249 

21.7 

221  19.2 

39 

3.5 

256 

CmC—  ^ 1— 

1962 

546 

47-5 

61 

5.3 

296 

23.7 

247 

21.5 

222  19.2 

39 

3.5 

281 

2 ;-.4 

1963 

589 

52.3 

55 

4.8 

272 

23.7 

232 

19.0 

231  19.0 

39 

3.39 

321 

28c  0 

196  A 

647 

56,9 

51 

4.4 

230 

20.2 

210 

18.5 

245  21.5 

39 

3.43 

345 

30.3 

1965 

688 

60.8 

43 

3*8 

214 

18.9 

186 

16.5 

260  22.9 

39 

4.43 

371 

32.8 

1966 

717 

63.1 

41 

3.7 

204 

17.9 

174 

15.3 

270  23 >7 

39 

3.43 

390 

34.4 

1967 

753 

66.2 

39 

3A 

190 

16.7 

154 

13.5 

289  25.4 

39 

3.43 

412 

3- . 3 

1968 

777 

63,5 

39 

3.4 

178 

15.1 

154 

13,1 

297  25.2 

39 

3.3 

431 

36.6 

1969 

795 

68.9 

36 

3.1 

171 

14.8 

151 

13.0 

308  26.0 

39 

3.3 

440 

37.3 

1970 

835 

70.1 

26 

2.1 

157 

13.2 

147 

12.3 

320  26.1 

39 

3.2 

468 

39.3 

28  Septic  Tanks  were  installed  during  the  year,  and  12  properties  wore 
connected  to  the  Council  Sewor  for  the  first  time* 

3.  PUBLIC  CLEANSING 


A joint  collection  scheme,  prepared  by  your  Public  Health  Inspector 
and  including  the  adjoining  Rural  District  of  Colwyn  and  the  Urban  District 
of  Llanwrtyd  Wells  continued  in  operation  during  the  year. 

Special  collections  were  made  to  all  villages  for  the  purpose  of  removing 
bulky  items  not  collected  during  visits  for  removal  of  household  refuse. 
Facilities  were  provided  at  the  tip  for  disposal  of  old  cars,  etc., 

It  is  hoped  to  provide  a weekly  collection  throughout  the  district  in 
the  near  future. 


No.  of  visits  made  to  refuse  tips  ...  ...  37 

No.  of  general  visits  made  in  connection  with  refuse  ...  52 

Public  Co nvoniencos 

Public  conveniences  have  been  provided  at  Llanwrthwl,  Beulah,  Erwood 
and  Garth.  Work  has  commenced  on  new  public  conveniences  at  Elan 

Village. 
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4.  SANITARY  INSPECTION  OF  THE  AREA 


The  sanitary  inspection  of  the  area  was  undertaken  by  the  Public  Health 
Inspect or o The  following  are  the  details  : - 

Nuisances 

Number  of  complaints  received  ...  35 

Number  of  complaints  investigated  „«•  35 

Common  Lodgin0  Houses 

There  are  no  common  lodging  houses  in  the  district 
Offensive  Trades 

There  are  no  offensive  trades  in  the  district* 

Licensed  Premises 

Number  of  inspections  made  by  Public  Health  Inspector  ..  9 
Number  of  notices  served(informal)  ..  2 

In  recent  years  a considerable  amount  of  work  has  been  carried  out 
by  the  Brewery  Companies  to  the  Licensed  premises  in  the  District. 

One  property  in  a remote  part  of  the  district  has  still  to  bo  provided  with 
adequate  toilet  facilities. 

Tents 8 Vans  and  Sheds 


Number  of  visits 

• 

0 0 0 0 0 

13 

There  are  11  licensed 

Caravan 

Sites  in  the  Dis 

trict 

Prince  Llewellyn 

19 

Afon  Lodge 

8 

Aberdunonw 

3 

Caebcris  Lake 

3 

Cwrt  Gwenddwr 

1 

Caeberis 

50 

Liwynderw 

3 

Cefngorwydd 

14 

Ilenallt 

1 

Caeberis (site 

2)  75 

Cammarch  Hotel  1 . 


Shops 

Number  of  inspections  made  by  Public  Health  Inspector  • . 7 
No.  of  notices  served  - informal  ..2 

Camping  Sites 

There  are  two  recognised  camping  sites  in  the  district,  one  at 
Cilmery  and  one  at  Elan  Valley.  No  new  sites  were  approved  during  the 
year*  Action  is  being  taken  with  unauthorised  sites. 

Eradication  of  Bed  Bugs  to  combat  Infest at ion 

No  premises  were  found  to  be  verminous  during  the  year. 
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RODENT  CONTROL 


No.  of  promises  inspected  as  a result  of  : 


(a)  Notification  ... 

• • • 

101 

(b)  Otherwise  ... 

• • • 

92 

Total  inspections  carried  out 

• • • 

193 

of  properties  infested  by  : - 

(a)  Rats  - Major  ...  1 

Minor  . . . 

73 

(b)  Mice  - Major  ...  0 

Minor  • . . 

75 

No.  of  premises  treated  by  Local 

Authority  . „ . 

101 

No.  of  ”BlockuControl  carried  out 

• • • 

3 

Sower  treatments  were  carried  out. 

Ten  per  cent  of 

manholes 

in  each  scheme  were  baited  and  there  were  no  bait  takes  in  any. 

All  dead  rats  and  mice  were  buried*  Refuse  tip  is  treated  ' • 
regularly* 

Legal  Proceedings. 

No  legal  proceedings  were  undertaken  by  the  Council  during  the 

year. 

5.  HOUSING 


Six  Houses  and  six  Bungalows  were  erected  at  Garth  during  1970. 

Number  of  houses  built  by  private  enterprise  during  the  year  ...  2 
M :1  M " M since  the  war  ...61 

Number  of  Council  houses  built  since  the  war  ..110 

Number  of  Private  houses  under  construction  at  end  of  year  ...  3 

IMPROVEMENT  GRANTS 

No.  of  Applications  for  Improvement  Grants  : 

Discretionary  ...  6 - £3*93& 

Standard  ...  13  - £3*950 

All  these  applications  were  approved.  The  Standard  Grant  involved 
the  maximum  sura  of  £3*950.  Owners  of  all  properties  suitable  for 

improvement  with  grant  aid  have  again  been  notified  of  the  provisions  of  the 
Housing  Act,  1969. 

OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  ^963 

The  necessary  work  on  the  Act  continued  during  the  year. 

At  the  end  of  the  year  the  following  had  been  registered  and  inspected; 

Offices  2,  Catering  Establishments  1 , 

Number  of  inspections  ...  3 

There  were  no  exemptions  granted  or  prosecutions  during  the  year. 
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RURAL  HOUSING  SURVEY 


Extracts  from  this  survey  have  been  used  in  this  report  nd  the 
following  summaries  ore  also  interesting.  In  the  classification 
of  houses  the  following  definition  must  be  borne  in  mind  : - 

Category  1,  Satisfactory  in  all  respects., 


2,,  With  minor  defects  only,, 

3 Require  repair,  structural  alteration  or  improvements 
at  which  it  is  considered  can  be  carried  out  at  a 
reasonable  cost  in  relation  to  the  value  of  the 
property. 

4«  Appropriate  for  reconditioning,  improvement  or 

extension,  this  generally  when  considerable  amount 
of  work  is  required  but  where  it  would  be  unreasonable 
to  force  owner  to  do  the  work  because  value  of  house 
does  not  warrant  it. 

5.  Unfit  for  human  habitation  and  beyond  repair  at 
reasonable  cost# 


CLASSIFICATION  OF  HOUSES 


Year 

Cat. 

1. 

Cat.  2. 

Cat 

0 3 c 

Cat 

. 4a 

Cat. 

5. 

No. 

sT 

No . /o 

No. 

i 

No. 

~ir 

No. 

To 

I960 

264 

23.1 

106  9.3 

487 

42.9 

187 

16.4 

95 

3.3 

1961 

294 

25.6 

107  9.3 

468 

40.7 

135 

16.1 

95 

8.3 

1962 

314 

27.3 

114  9.9 

448 

39.0 

l8l 

15.7 

93 

8.1 

1963 

322 

28.2 

154  13.4 

412 

36.0 

173 

15.1 

83 

7.25 

1964 

352 

30.5 

188  16.3 

388 

33.5 

157 

13.1 

77 

6,6 

1963 

393 

33.7 

188  16.3 

332 

31.2 

147 

12.8 

70 

6.0 

1966 

424 

36.4 

185  15.9 

328 

29.0 

147 

12.6 

70 

6.1 

1967 

474 

40.6 

183  15.3 

293 

25  0 2 

145 

12.5 

69 

5.9 

1968 

484 

41.2 

199  16.9 

293 

24.9 

145 

12.4 

55 

4.6 

1969 

492 

41.6 

209  17,7 

292 

24*7 

135 

11.4 

!50 

4*2 

1970 

516 

42.9 

215  ,18.5 

286 

24.1 

125 

10.5 

48 

4,o  0 , 

The  number  ox  grade  4 and  5 hou 

ses  include 

25  properties 

which 

been 

closed  since  1963  and  1964. 

There  is  a great  demand  for  sub-standard  cottages  from  persons 
resident  in  the  Midlands  and  Bristol.  On  purchase  these  cottages, 
which  are  primaly  used  for  week-end  and  holidays,  are  brought  up  to 
standard  before  re-occupation. 

Other  amenities  are  shown  by  Rural  Housing  Survey: 

Electricity 
Hot  Water  mains,  or 


Fixed  Bath 

Sink 

installed 

own 

plant 

i960 

407 

3.57 

759 

66.6 

448 

39.3 

600 

52.6 

1961 

445 

41.7 

783 

74.8 

485 

45.5 

686 

64.3 

1962 

471 

44.2 

81 4 

71.4 

511 

47.9 

731 

63.6 

1963 

518 

45.2 

847 

74.0 

553 

49.9 

743 

64.9 

1964 

576 

50.0 

872 

75.7 

611 

53.0 

911 

79.1 

1965 

617 

53.1 

913 

78.8 

652 

56.2 

940 

81.8 

1966 

648 

55.6 

944 

81.0 

683 

58.6 

952 

81.8 

1967 

686 

60.3 

950 

93.6 

721 

63.4 

974 

85.7 

1968 

710 

60.4 

962 

81.8 

745 

63.3 

990 

84.1 

1969 

728 

61.6 

976 

82.6 

763 

64.6 

997 

84.4 

1970 

758 

67.5 

1001 

34.1 

794 

67.5 

1020 

85.5 

21 


HOUSING  CONSOLIDATED  REGULATIONS 


One  property  was  closed  as  a result  of  formal  action  under  Housing 
Act.  1957. 


Number  of  Houses  inspected  under  Building  Byelaws  ...  273 

Number  of  houses  made  fit  after  formal  action  ...  35 


6.  INSPECTION  AND  SUPERVISION  OF  FOOD. 

MILK 

Record  of  inspections  and  Milk  Testing  : 

Number  of  inspections  of  vehicles  ...  ...  5 

Number  of  samples  taken  for  Methylene  and  Phosphate  test  7 

Number  of  samples  satisfactory  ...  ...  7 

These  samples  were  also  examined  for  Brucella  Abortus  - All  Negative. 

Since  the  coming  into  operation  of  the  Milk  and  Dairies  Act,  19^ 
the  Council  is  left  with  the  registration  and  supervision  of  distributors. 

FOOD  AND  DRUGS  ACT, 1955 


The  registration  of  dealers  and  the  sampling  of  milk  is  carried 
out  by  the  County  Council. 

Milk  Samples  - Brucella  Abortus 

Number  of  samples  of  raw  milk  examined 
Number  of  Ring  Positive  samples 
Number  of  animal  inoculations 
Number  positive 

MEAT 

There  is  no  slaughterhouse  in  the  district,  and  all  meat  is  supplied 
direct  from  the  slaughterhouse  in  the  Colwyn  Rural  District. 

ICE-CREAM  _PREMISES 

There  are  11  retailers  of  ice-cream  in  the  district,  also  sold  by 
mobile  van. 


C • • 

« W • 
COO 


38 

2 

2 

0 


Number  of  inspections 
Number  of  notices 
Number  of  samples 
/ELI  were  placed  in  Grade  1 


13 

o 

6 
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FOOD  PREMISES 


The  number  of  food  premises  by  type  are  shown  below  : - 

Grocers  (eight  supplying  ice-cream)  ...  17 

Public  Houses  and  Hotels  ...  10 

Dairies  ...  ...  3 

Gaf  es  . . . ...  1 

Market  Halls  ...  ...  1 


The  district  is  also  served  by  various  mobile  retailers  operating 
from  Built h Wells,  Llandrindod  Wells  and  Nev/bridge. 


FOOD  HYGIENE 

(GENERAL  REGULATIONS)  i960 

No.  of 

Complying 

Premises  to 
which  Reg. 19 

Premises 
Complying  with 

Premises 

with  Reg. 16. 

applies 

Reg.  19 

Grocers 

17 

17 

0 

0 

Public  House £ 
and  Hotels 

10 

9 

10 

10 

Dairies 

3 

3 

3 

3 

Cafes 

1 

1 

1 

1 

Market  Hall 

1 

1 

0 

0 

Number 

FOOD  PREPARATION  ROOMS 

of  inspections  made  ...  ... 

23 

Number 

of  Notices  - Informal  . . 

• « • • 

2 

POULTRY  INSPECTION 


The  are  no  poultry  processing  premises  in  the  district. 
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FACTORIES  ACT,  J96l 


PRESCRIBED  PARTICULARS  ON  T E ADMINISTRATION  OF  THE  FACTORIES  -CT,196l. 


1.  INSPECTIONS  for  purposes  of  provisions  as  to  health( including 
inspections  made  by  Public  Health  Inspector*) 


1 

1 

No  • on 

No. 

of  No. of 

Occupiers 

Premises 

Register  Inspections  Written 

Prosecuted  | 

] 

Notices 

(1) 

(2) 

(3) 

(4) 

(3) 

1 

(i)  Factories  in  which  Sections 

j 

♦ 

1 ,2,3,4  and  6 are  enforced 

by  Local  Authorities 

1 

3 

0 

0 ! 

(ii)Factories  not  included  in  (i) 

1 

in  which  Sec. 7 is  enforced 

by  the  Local  Authority 

17 

9 

1 

0 

(iii)Other  premises  in  which 

Sec*7 

! 

is  enforced  by  the  Local 

authority (excluding  out 

j 

workers  premises) 

0 

0 

0 

0 

Total  : 

“TIP 

12 

0 

0 

2*  Cases  in  which  DEFECTS  were  found.  (If  defects  are  found  at  the  premises  on 

two, three  or  more  occasions  they  should  be  reckoned 

as  two,  three 

or  more  cases 

1 

Number  of  cases 

in  which  defects 

No.  of  cases* 

i 

in  which 

Particulars 

Referred 

prosecutionsj 

To  H.M. 

By  H.ii. 

were 

Found  Remedied  Inspector 

Inspector 

instituted  , 

(1) 

- ■ ■ - 

(2) 

(3)  (4) 

(5) 

(6) 

l 

\ 

Want  of  Cleanliness ( SI ) 

0 

0 0 

0 

0 1 

Overcrowding  (S2) 

0 

0 0 

0 

0 

Unreasonable  Temp. (S3) 

0 

0 0 

0 

0 

Inadequate  Ventilation(S4) 

0 

0 0 

0 

0 

Ineffective  drainage  of 

> Floors (S6) 

0 

0 0 

0 

0 

Sanitary  Conveniences(S7) 

(a)  Insufficient 

0 

0 0 

0 

0 

(b)  Unsuitable/defective 

1 

1 0 

0 

0 

(c)  Not  seperated  for 

i 

sexes. 

0 

0 0 

0 

0 | 

1 Other  offences  against  the 

1 

j Act . 

1 

(Not  including  offences 

' relating  to  Outwork) 

0 

0 0 

0 

0 

Total  : 

1 

1 0 

0 

0 : 

There  was  no  out -work 

done  in 

the  district  during 

the  year. 
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